BED CAPACITY FOLLOWING EXPANSION/REMODELING 


F BLOCK 
G BLOCK 
H BLOCK 
I BLOCK 
J BLOCK 
NORA 
EAST POD 
WEST POD 


POTENTIAL 
POTENTIAL 
POTENTIAL 
POTENTIAL 
NEW CONSTRUCTION 

= 438 TOTAL POTENTIAL CAPACITY 


NORTH POD 
SOUTH POD 
NORTH POD 
SOUTH POD 










